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NLRB: "Right of Control" Stands - Awaits Supreme Court 

NLRB: "Right of Control" -- A New Issue in Work Preservation Disputes 
NLRB: "Separate Hours" -- A New Wrinkle in Secondary Boycott Law 
NLRB: The Law of the Hiring Hall 

NLRB: Trust Fund Violates Labor Law 


LEGISLATION AND GOVERNMENT 





A Fortunate Group in "Housing" 

Air Handling Contractors Celebrate Their Own "Arrival" 

Anti-Inflation: Federal Cutbacks And a New "Purchasers" Roundtable 

BLS Says 2100 Sheet Metal Jobs Will Open Each Year 

Builders Examine Need for Air Conditioning in Low Income Housing Market 
Can Creative Government Cure National Housing Ills? E 
Congress Passes New Version of Federal Construction Safety Bill 
Construction Safety Bill Goes to Point-of-Vote in House 

Construction Safety Bill Passed by U.S House of Representatives 

Does Technology Equal Salvation? 

Douglas Comm ssion Asks for "National Standards" for Improving Building 
Codes 

Familiar Labor Bills Reappear in Congress 
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First ‘Philadelphia Plan' Contract Let; Battle Over Legality Grows Hotter November 


Foul 
House Subcommittee Ends Construction Safety Hearings 


Housing and Home Ownership Are Absolutely Dependent Upon the Supply and 
Cost of Money 


Log Jam 

Los Angeles To Put Fire Dampers In High Velocity Duct Systems 
Must Industry Funds Die? i 

New "Philadelphia Plan" Seeks To Pry Open Trades for Minorities 
New Sources of Mortgage Money 

Nixon Administration Endorses Situs Picketing 

NLRB: A New "Refusal-to-Bargain" Remedy 

NLRB: A New Ruling on Unfair Labor Practice Strikers 

NLRB: Exclusive Versus Non-Exclusive Hiring Halls 

NLRB: Hiring Hall Law -- Supreme Court Says "No" to Board Restrictions 
NLRB: Hiring Hall Practices That Violate Labor Law 

NLRB: Jurisdictional Dispute - Employer's Choice Tips Scale 
NLRB: "Reserved Gate Doctrine" Is Not Available 


NLRB: "Right of Control"' ~- A New Issue In Work Preservation Disputes 
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NLRB: "Right of Control" Stands - Awaits Supreme Court September 
NLRB: "Separate Hours" -- A New Wrinkle in Secondary Boycott Law July 
NLRB: The Law of the Hiring Hall March 
NLRB: Trust Fund Violates Labor Law November 
Perspective on the "Philadelphia Plan" November 
Philadelphia Plan Fight Goes On December 
"Philadelphia Plan" Quotas Set October 
Pity the Poor Congressman May 
President's Bargaining Commission Makes "Public" a Party to Discussions October 
Task Force Recommends Commission To "Codify" Craft Jurisdictions September 
Text of the AFL-CIO Executive Council Resolution on Federal Safety Legislation March 
The Government in Housing April 

The Great Experiment (s) April 

The Pre-Engineered City April 

The Real Test on "Safety" August 
Trouble in NJBSJD February 
What Contractors Ought To Know About Regulation Z/Truth in Lending September 
Who Builds for the Huge Residential Market? April 

Why Sheet Metal Contractors Oppose Joint Trusteeship for Industry Funds November 
You and Housing -- Perspective on the Residential Market April 


MARKETS AND MARKET SURVEYS 





A Fortunate Group in "Housing" September 
Big Business, Big Problems Ahead December 
Builders Examine Need for Air Conditioning in Low Income Housing Market February 
Built-up Air Conditioning Market Was Almost $2 Billion in 1968 June 
Buying Through FHA -- New Home or Old, Some Average Figures May 

EHA Reports Electric Heating Gains; Looks to '69 "With Confidence" February 
Expect Construction Spending to Hit Record High This Year January 
GE Exec Tells Electric Interests: ‘Warm Air Dealer Is Key to Your Business July 
Housing and Home Ownership Are Absolutely Dependent Upon the Supply and 

Cost of Money April 
Looking Toward the 1970's April 
New-Home Air Conditioning: Potential Outstrips Sales December 
Residential Air Conditioning April 
Smoothing the Path to Market January 
The Dimensions of the Housing Industry Beggar the Imagination April 
The Government in Housing April 
The Other Half of the Market April 
The Pre-Engineered City April 
The Sheet Metal Contractor As a "Buyer" September 
Unitary AC Installed Value Close to $2 Billion in '68 August 
Unitary AC Shipments: Million Mark Passed Again -- Report Rise of 

18% Over '67 ; July 
What are the Social Factors Influencing Home Buying Today? April 
Wholesalers Take a Hard Look at the Changing Marketplace July 

You and Housing -- Perspective on the Residential Market April 


MEETINGS AND CONVENTIONS 





Air Handling Contractors Celebrate Their Own "Arrival" (SMACNA) June 
Butlders Examine Need for Air Conditioning in Low Income Housing Market 


(NAHB ) February 
Contracting: Combination of Brains, Wit -- And Luck (Wisconsin) April 
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Illinois Convention -- Cooperation Is Your Survival Kit 

More Plain Talk, Please (NHAW) 

NESCA's Region III Conference: A Meeting for Business Managers 
NESCA Region VIII Dealers Consider the Complicated 1970's 

New National Dealer Group Holds First Convention (NESCA) 

Schedule Contractor Talks on Costs, Congress, Competition (SMACNA) 
Smoothing the Path to Market (NHAW) ; 
Southwest Sheet Metal Contractors Meet for Shirtsleeve Discussions 
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Wholesalers, SM Distributors Outline Program Plans for Combined Convention April 


Wholesalers T ke a Hard Look at the Changing Marketplace 


METALS AND ALLOYS 





Mix Shielding Gases To Vary Weld Bead 
Sandblaster Cleans Metal; Ultrasonic Blast Cleans Filter 


MODERNIZATION 





Any Electric Motor Won't Do 
New Life for an Old Row House 
The Other Half of the Market 
al 

NATIONAL ASSOCIATION PROJECTS 





Air Handling Contractors Celebrate Their Own "Arrival" 
ADI Proposes Plan to Promote Quality Metal Duct 

ARI Offers Central AC Consumer Booklet 

ARI Offers 'Guideline' Form for AC Installation Contracts 
ARI To Spearhead Coordinated Industry Effort to Ease Service Problem 
ARI Will Have "Boycott" Study Group 

Contractors Clear the Air On Union's "Resolution 60" 

High Velocity Duct Construction Manual Revised 

Home Study Program: Bigger and Better (NHAW) 
Instructor's Guide Available from ARI 

NESCA Changes Due Structure 

NESCA Issues Service-For-Profit Manual For AC Contractors 
NESCA Slide Sets Aid in Contractor Training Programs 

New NHAW Project Designed to Ease Manpower Problem 


New Standard Form of Union Agreement Offers No-Strike Clause as Addendum 


NHAW Publishes Home Study Course On Servicing Cooling Systems 
NHAW Revised Course Covers Heating Fundamentals 

NOFI President Proposes $80 Million Promotion Program 

On Management Rights and Resolution 60 

Predict Equipment "Noise" With Ease 

Sheet Metal Contractors' New Washington Headquarters 

SMACNA Gets Award For Air Handling Specification 

SMACNA Policy Statement Urges Separate Air Handling Specs & Bids 
SMACNA Will Offer Associate Memberships to Manufacturers 
Standard Union Agreement Revised to "Avoid Cla’ms of Illegality" 
The Fire Damper Story 

The How-to-Make-Fibrous-Glass-Duct Book 

The National Sheet Metal Apprenticeship Contest 

The Sheet Metal Contractor As A "Buyer" 


Three Canadian Groups Now Operating as One Association 
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What's In Manual L? 
You and Me and Air Conditioning 


PLASTICS 
The How-to-Make-Fibrous-Glass-Duct Book 
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Late-60's Technology Starters for the 1970's 
The New-House Dealer: Planning for the 1970's 


PUBLIC RELATIONS 





A Different Kind of Detroit Fame 

Detroit "Gets Involved" With Its Customers 
It's a Two-Way Street 

Sell Yourself Too 


RESEARCH 


A Pioneering Center for Housing Research 

Does Technology Equal Salvation? 
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Here's A Better Approach to Calculating Basement Heat Losses 

How to Design a Year Round System Using the Liebl Loop 

Hydronic Research -- Conventional Zone Controls Surpassed in Test 
Is Conventional Heating Adaptable to Newfangled Houses? 
Late-60's Technology-Starters for the 1970's 

Raytheon Develops "Cooffee Can-Size Furnace"--Or Is It a Boiler? 
Researchers Seek to Develop ‘Ultra Compact' Heating Units 
Sandblaster Cleans Metal; Ultrasonic Blast Cleans Filter 

The Government in Housing 

The Great Experiment (s) 

The Split-Level Rev'sited 

You and Housing -- Perspect‘ve on the Residential Market 


SELLING 


ARI Offers Central AC Consumer Booklet 
The Other Half of the Market 


SERVICING 


"How Can A Duct Leak Water?" 

NESCA Issues Service-For-Profit Manual For AC Contractors 
NHAW Publishes Home Study Course On Servicing Cooling Systems 
Routine Service Call Sparks New Business 

The Case of the Hidden Air Bypass 

"Too Cold Downstairs - Too Hot Upstairs!" 


SHEET METAL SPECIALTIES 





Narowetz Takes Long Years of Tradition Into New Quarters 
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Tucson's ACCA Grows Up and Out 
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Home Study Course Covers Cooling Fundamentals 
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Instructor's Guide Available from ARI 
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